
Dr. Preston H. Leake 
Dr, I. W. Hughes 
Dr, Willlain W. Sates 
Dr> A. W. Spears 
Dr, Helmut Wakeham 


On June 2, I gave you certain information regarding 
Chemosol cigarettes. These data were taken from the table 
entitled '’Analytical Test of Control and Test Cigarettes - 
Chemosol Treated Cigarettes” enclosed herein, 

I had assumed that the cigarettes had been smoked 
to a 30-imn butt but, as you will note from Mr, Gundiff’s 
letter of June 9, the cigarettes had been smoked to a 23-nnn 
butt. 


The data obtained for the 30-inra butt are given in 
Bob’s letter. 
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Source: https://www.inclustryclocuments.ucsf.eclu/clocs/jjpk0001 






